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Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
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to the Mayor of the City of Fort Wayne , Indiana, on the 3 o ' r 
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Approved and signed by me this /> day of 
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Bill No. S-70-12-05 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 5 your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with MICHIGAN TESTING ENGINEERING for soil testing for 

Terminal Pond No. 1. 



have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


Az 


7 


4 /^- 


W ILL I AM K. GEAKE, Chairman. 


CELIA ANN FAY 


■JOim iCKQLS. 




PASS. 


JACK K. DIJNIFON. Vice-Chairman 



CONCURRED IN 

To FUAD G. BONAHOOM, CITY CLERK 


